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TREGARON  RURAL  DISTRICT  OOUHCiL.  * ; 

Supplementary  Report  for  the  Year  19S6. 


There  are  no  Swimming  Baths  nor  Pools  in  the  district. 

There  were  no  cases  of  Bed  hugs  occurring  in  the  district. 
Disinfection  when  required  is  carried  out  by  the  Sanitary 
Inspector  for  the  District. 

SCHOOLS:-  All  the  schools  have  a Water  Supply  which  is 
either  a pump  or  gravity  service. 

The  sanitation  at  the  schools  is  on  the  whole  satisfactory, 
there  being  water  closets,  water  carriage  systems  or  dry 
earth  systems  in  all  schools. 

In  all  cases  of  Infectious  conditions  occurring  in  schools, 
the  infected  children  and  contacts  are  excluded  from  school 
for  the  requisite  period,  and  if  spreading  occurs  the 
schools  are  closed. 

There  occurred  no  ’’Epidemics”  of  any  kind  during  1936,  only 
two  cases  of  Scarlet  Fever  and  one  of  Pneumonia  were 
notified.  All  Infectious  diseases  have  to  be  treated  in 
the  homes,  as  there  is  no  Isolation  Hospital  in  the 
district . 

Scarlet  Fever  - 2 cases  notified  (1  age  9 years 

(1  age  42  " ”no  aeaths. 

Pneumonia  - 1 case  notified  (age  20  years)  no  deaths. 

All  cases  of  cancer  are  treated  at  the  Aberystwyth 
Infirmary  which  is  a Voluntary  Hospital.  Oases  requiring 
treatment  by  Radium  have  to  be  transferred  to  one  of  the 
Radium  Centres.  Prevention  of  Blindness;-  The  care  of 
blind  persons,  and  the  prevention  of  blindness  is  controlled 
by  the  Cardiganshire  Association  for  the  Blind,  who  have 
as  their  Certifying  Officer,  the  County  Medical  Officer  of 
Health. 

Signed;-  D. A. J. Williams 

DISTRICT  MEDICAL  OFFICER  OF  HEALTH. 
Date;-  9th  February,  1938. 


